RFI Question & Answer (12/5/2014) 



Question 
# 


Questions for RFI-0P0-I5- 
IDENTl: 


Question 
Reference 


Government Response: | 


1 


Is IDENT2 separate from 
IDENTl, or does IDENT2 
replace IDENTl? 


N/A 


IDENT2 is a separate requirement. 
Please refer to the Request for Information (RFI) 
#: RFI-OPO-15-IDENT2 and the title OBIM 
Multimodal Technology and Biometric Fusion. 


2 


Is there an incumbent contractor 
associated with this work? If so, 
are you able to provide the name 
of the contractor and the contract 
#? Or, is this considered a brand 
new requirement? 


N/A 


The purpose of this RFI is merely market 
research to identify existing technologies and 
capabilities for a potential new requirement. 


3 


Which industry partner vehicle 
were you sending this RFI to, 
(AUiant, OASIS, EAGLE II)? 
Can we distribute to our small 
business partners as well? 


N/A 


A separate email notification of the RFI was 
submitted to everybody on the DHS Eagle 
contract list. However, the link and the 
information is posted to Fed Biz Opps and is 
available to the general public. There is no 
limitation as to whom this link can be sent or who 
may reply to the RFI. This is a market research 
effort to determine what "industry" has to offer to 
meet our objectives and no specific contracting 
approach or method is being determined at this 
time. 


4 


What IS the estimated period of 
performance? 


TV T / A 

N/A 


Since this is an RFI we do not have an established 
period of performance. However, once our 
requirement is defined, it will likely be a multiple 
year effort. 


5 


Is OBIM interested in integrating 
any specific and existing GOTS 
software including matching 
algorithms? 


N/A 


OBIM is interested in both existing COTS and 
GOTS software that performs matching of 
multiple modalities and fuses results into a single 
response. 


6 


In RFI #2 the daily transactions 
are listed at 233,000. In RFI # 1 
the same metric is listed at 
290,000. Can you please clarify 
metrics as there are other 
discrepancies between RFI # 1 
and RFI # 2? 


N/A 


The estimates provided in each RFI quoted are 
estimates from different months in 2014. 
However, the replacement will require the 
capability of being more robust and scalable to 
handle increasing volume. 



Question 
# 


Questions for RFI-0P0-I5- 
IDENT2: 


Question 
Reference: 


Government Response: | 


7 


Inis KM seems locused mainly 
on the fusion of face and iris 
modalities. But in view of the 
large fingerprint database already 
in place for the IDENT system, 
is the biometric fusion strategy 
supposed to include finger, face 
and iris or juts face and iris? 


N/A 


OBIM is interested in available technology that 
facilitates fusion of multiple modalities including 
fingerprint, facial, iris, and potential others. 



